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Oz PAUL BOS HEAT TREAT 


PAUL BOS 


HEAT TREAT 


Heat treat could best be called “temperature treating” 
since Buck uses a system of hot and cold to get 

the most from the steel. This system was pioneered 
by Paul Bos, whose heat treating formulas have 
proven to be the best in the business. Each blade 

is tempered to the appropriate Rockwell hardness 
through a heating, freezing and reheating system that 
defines the properties desired from the steel. 


“Paul Bos dedicated over five decades to dialing 
in and perfecting our heat treat process. The 
proper heat treat is critical to ensure the best 
balance between hardness for edge retention, 
ductility and strength for rugged use, and 
optimization for corrosion resistance. We still 
rely on Paul’s expertise today and religiously 
follow the time-tested formulas he pioneered.” 


—C] Buck 
CEO and Chairman, Buck Knives 


BUCK’S STEEL TYPES 


In 1902, when Hoyt Buck was looking for a better way to temper steel and created the first 
Buck knife, he didn’t realize he was paving the way for his family to become the most famous 
name in knives. Today, an industry leader in edge retention and famous for exceptional quality, 
Buck Knives creates each knife by strictly following these practices. 


STEEL SELECTION 


Steel is more than a number. Each steel used by Buck has unique properties which we match 
to the intended use of the product. 


CPM S45VN is a martensitic stainless steel designed to offer improved corrosion and wear resistance 
over other leading steels. The CPM (Crucible Particle Metallurgy) process produces a very uniform, 
high-quality steel defined by supreme stability, grindability and toughness compared to those produced 
by other melting practices. The chemical components in S45VN utilize niobium and nitrogen in place 
of some of the vanadium and carbon to provide an excellent combination of edge retention, wear 
resistance, corrosion resistance, and toughness. These properties make it a solid choice for blades 
intended for heavy use, such as an everyday carry or work knife. 


Rc 59-61 


CPM S35VN is a martensitic stainless steel created to provide improved toughness over CPM S30V. 

The chemical makeup is balanced to form some niobium carbides along with vanadium and chromium 
carbides, making CPM S35VN about 15-20% tougher than CPM S30V without any loss of wear resistance. 
This increased toughness helps prevent edge chipping, as both vanadium and niobium carbides are 
harder and more effective in providing wear resistance. As with both S35VN and S45VN steel, the 

CPM process produces a uniform, high-quality steel characterized by superior stability, grindability and 
toughness compared to steels produced by other melting practices. A premier hunting steel, it would be 
appropriate for the big game hunter or guide who intends to field dress multiple animals. 


Rc 59-61 


Small grain structure with a high carbon content has allowed this powdered steel to become the industry 
standard by which other super steels are compared. With our BOS heat treat process, the Rc 59-61 steel 
outperforms other steels in edge retention, ductility, and wear resistance. This steel takes a beating and 
holds an edge for a long time. The properties that allow it to hold an edge also slow the sharpening 
process. S30V is perfect for somebody seeking a high-performance blade, but does not want to have to 
sharpen in the field. 


Rc 59-61 


A popular steel for knives, USA-made 154CM is a modification of 440C where molybdenum has been 
added. Sporting greater corrosion resistance, wear resistance, better edge retention, and higher 
achievable Rockwell hardness than 440C. 154CM's combination of sought-after traits and attainable 
price point in the market make this an excellent choice in pocket knives where edge retention and 
ease of sharpening in the field matter. 


Re 58-62 


This martensitic stainless steel with its hardness at a Rc of 58-60 results in a good balance between 
edge retention, amazing corrosion resistance, and ease of resharpening. This steel is a good choice 
for every kind of knife from hunting and everyday carry, to kitchen cutlery. This high-value steel will live 
through years of service and edge maintenance. 


Rc 58-60 


This high carbon spring steel is a good choice for applications that require impact loads and extreme 
bending. At a Rc 57-58, the steel is not brittle. It will bend and flex back to its original shape while still 
remaining hard enough for good edge retention. 


Re 57-58 
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THE 590 PARADIGM” 


Raindrop pattern Damascus steel and elegant ivory G10 with DLC coated 


bolsters make this Legacy edition 590 Paradigm’ a sight to behold. 


WHY LEGACY? 


For generations, the Buck name has stood for 
quality materials, craftsmanship, and a steadfast 
adherence to the needs of our customers. 


y 


Our legacy collection is a culmination of 
everything we do, with models that have proven 
themselves to be winners, and materials to add 
that extra touch. 


These limited editions are only available during 
the 2025 calendar year, so secure your legacy 
before they are gone. 


BLADE Drop point, raindrop Damascus steel | LENGTH 3.00" (7.60 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.50" (11.43 cm) | WEIGHT 4.85 02 (137.00 g) 


HANDLE Ivory G10 and DLC coated bolster | CLIP DLC coated, deep carry, tip-up, reversible 


BOX MODEL O590IVSLE-B CATALOG 13518 


“Traditionally 
your finest “= 
outdoor Partner 


aaa, 
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THE 532 BUCKLOCK" THE TITANIUM 110 SLIM PRO TRX 


The Bucklock’ is back for 2023 with this Legacy release. Featuring copper Spiced up for 2023, the 110 Slim Pro TRX has dawned it’s bead-blasted titanium scales and 


scales with fine file work accents, and smooth black micarta scales. bronze fasteners. The S45VN steel blade keeps the premium material motif going to create 
an excellent-looking and fully capable workhorse of a knife. 


m= 532 BUCKLOCK’ == 110 SLIM PRO TRX 


 . 
BLADE Drop point, 154CM steel | LENGTH 3.00" (7.62 cm) | THICKNESS 0.110" (0.279 cm) | CLOSED 4.375" (11.11 cm) | WEIGHT 4.16 02 (118.00 g) BLADE Modified clip, S45VN steel | LENGTH 3.75" (9.53 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.88" (12.40 cm) | WEIGHT 4.80 02 (136.00 g) 
HANDLE Polished copper with spine file work and micarta scales | SHEATH Gray distressed leather, made in the USA, from original 1992 tooling HANDLE Beac-blasted titanium with bronze PVD fasteners | CLIP Deep carry, removable, reversible, coated stainless steel | FEATURES Black thumbstuds 


BOX MODEL 0532BKSLE-B CATALOG 13529 BOX MODEL 0110GYSLE1-B CATALOG 13519 


AOV9AT 


THE 192 VANGUARD" THE 110 FOLDING HUNTER™ 


For 2023, the Vanguard’ gets an upgrade in steel to S35VN and is wrapped in polished green This nickel silver barehead 110 Folding Hunter’ is a sight to behold. With an S45VN, drop 
canvas micarta handles, all topped off with a high-polish nickel silver bolster and guard. point blade and beautiful black and brown layered, scalloped Richlite handles, this 110 is 


aiming for a top spot in your EDC rotation. 


BLADE Drop point, S35VN steel | LENGTH 4.125" (10.48 cm) | THICKNESS 0.140" (0.400 cm) | OVERALL 038.50" (21.60cm) | WEIGHT 6.50 oz (184.00 g) BLADE Drop point, S45VN steel | LENGTH 3.75" (9.53 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 5.00" (12.70 cm) | WEIGHT 6.03 02 (171.00 g) 


| SHEATH Black leather, imported HANDLE Nickel silver barehead bolster with scalloped black and brown Richlite | SHEATH Black leather, imported 
BOX MODEL O110BKSLE-B CATALOG 13530 


HANDLE Polished nickel silver and green canvas micarta 


BOX MODEL 0192GRSLE-B CATALOG 13528 


THE FAMOUS 110 


For nearly 60 years, the Buck 110 Folding Hunter® has 
been a loyal companion to those who demand the best. 


With millions sold, this highly-imitated-but-never-duplicated knife still hold the #1 spot 
in our lineup to this day. Also available in a push-button automatic design. 


110 FOLDING HUNTER’ 


GENUINE 


ONY 


HANDLE 


BLADE Clip point, 420HC steel | LENGTH 3.75" (9.50 cm) | THICKNESS 0:20" (0.305 cm) | CLOSED 4.875" (12.40 cm) | WEIGHT 7.20 oz (204.00 g) 


HANDLE Crelicam" genuine ebony, regular or finger grooved with brass bolsters | SHEATH Genuine leather, black, imported 


STANDARD BOX MODEL 0110BRS-B CATALOG 9210 CLAM MODEL O1I0BRS-C CATALOG 1268 
FINGER GROOVED BOX MODEL O1I0BRSFG-B CATALOG 2538 


SNILNNH 


110 AUTO 


Pw 
Coa AUTOMATIC 
HANDLE H THE The sale of automatic knives is federally regulated. See page 82 for details. 


ENGAGES WITH T 
PUSH OF A BUTTON 


BLADE Clip point, 420HC steel | LENGTH 3.75" (9.50 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.875" (12.40 cm) | WEIGHT 710 oz (201.30 g) 


HANDLE Crelicam™ genuine ebony with brass bolsters | SHEATH Genuine leather, black, made in the USA 


BOX MODEL 0110BRSA-B CATALOG 11197 


110 AUTO ELITE 


AUTOMATIC 
NY 
PUSH OF A BUTTON The sale of automatic knives is federally regulated. See page 82 for details. 


BLADE Clip point, S30V steel | LENGTH 3.75" (7.60 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.875" (12.40 cm) | WEIGHT 7.30 oz (206.9 g) 


HANDLE Black G10 with brushed nickel silver bolsters | SHEATH Genuine leather, black, made in the USA 


BOX MODEL 0110BKSA-B CATALOG 11667 


110 FOLDING HUNTER* LT 


BLADE Clip point, 420HC steel | LENGTH 3.75" (9.50 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.875" (12.40 cm) | WEIGHT 3.20 oz (90.70 g) 


HANDLE Black glass filled nylon | SHEATH Heavy-duty polyester, black, imported 


BOX MODEL 0110BKSLT-B CATALOG 11553 CLAM MODEL O110BKSLT-C CATALOG 11554 


LOOKING FOR MORE? 
Check out page 42 for the 110 Hunter Sport or page 40 for 110 Slim Models 
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= 112 RANGER” 


Sat 
Sy 
GENUINE 
EBONY 


BLADE Clip point, 420HC steel | LENGTH 3.00" (7.60 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.25" (10.80 cm) | WEIGHT 5.60 oz (159.40 g) 


HANDLE Crelicam™ genuine ebony, regular or finger grooved with brass bolsters | SHEATH Genuine leather, black, imported 


STANDARD BOX MODEL 0112BRS-B CATALOG 2632 CLAM MODEL 0112BRS-C CATALOG 1264 
FINGER GROOVED BOX MODEL 0112BRSFG-B CATALOG 2539 


112 AUTO 


THE 112 RANGER® 


For over 50 years, the 112 Ranger® has forged a path along ff 
side its larger sibling, the 110 Folding Hunter’. = 
i 


Whether for hunting, outdoors, or everyday carry, the 112 Ranger’ is as capable as the larger Buck 


110 at nearly 2 oz less weight. Also available in a push-button automatic design. 


EBONY automate 
HANDLE .. a 


PUSH OF A BUTTON The sale of automatic knives is federally regulated. See page 82 for details. 


BLADE Clip point, 420HC steel | LENGTH 3.00" (7.60 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.25" (10.80 cm) | WEIGHT 5.90 oz (167.30 g) 


HANDLE Crelicam™ genuine ebony with brass bolsters | SHEATH Genuine leather, black, made in the USA 
BOX MODEL 0112BRSA-B CATALOG 11894 
€ @ 


BOS HEAT TREATED NATURAL EBONY SOURCED CLASSIC BRASS ACCENTS 
420HC STEEL FROM TAYLOR GUITARS i 


fo 
AUTOMATIC 
ba ll 
PUSH OF A BUTTON The sale of automatic knives is federally regulated. See page 82 for details. 


GENUINE LEATHER SHEATH BLADE Clip point, S30V steel | LENGTH 3.00" (7.60 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.25" (10.80 cm) | WEIGHT 6.10 oz (172.90 g) 


HANDLE Black G10 with brushed nickel silver bolsters | SHEATH Genuine leather, black, made in the USA 


BOX MODEL 0112BKSA-B CATALOG 11895 


’ = 


THE 113 RANGER” SKINNER 


Sharing the same proportions as the 112 Ranger’ that inspired it, the 113 Ranger’ Skinner combines 
the style of the 112 and the functionality of a fixed blade into this highly capable knife. The high 
hollow ground blade allows for long sweeping cuts while the full tang handle provides exceptional 
strength and control. 


= 113 RANGER’ SKINNER 


aueK 
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GENUINE 


HANDLE 


BLADE Drop point, 420HC steel | LENGTH 3.125" (7.90 cm) | THICKNESS 0.120" (0.305 cm) | OVERALL 7.25" (18.40 cm) | WEIGHT 5.20 oz (147.40 g) 


HANDLE Crelicam™ genuine ebony with brass bolster | SHEATH Genuine leather, black, imported | FEATURE Lanyard hole 


BOX MODEL 0113BRS-B CATALOG 3538 CLAM MODEL 0113BRS-C CATALOG 3597 


BOS HEAT TREATED NATURAL EBONY LANYARD HOLE 
420HC STEEL WITH BRASS ACCENTS 


IMPORTED GENUINE 
LEATHER SHEATH 


THE CLASSIC 100 SERIES 


The symbol of quality and durability for more than a century 


The Buck 100 series fixed blade knives have provided generations of sportsmen and women with 
a solid, refined, and safe way to process game in the field and get food on the table. Back this 
year, the 117 Brahma® makes its return to the lineup, filling out this impressive collection. 


BOS HEAT TREATED SMOOTH BLACK ALUMINUM BOLSTER 
420HC STEEL PHENOLIC HANDLE AND GUARD 


IMPORTED GENUINE 
LEATHER SHEATH 
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102 BUCK WOODSMAN* 


BLADE SHAPE Clip point 

BLADE LENGTH 4.00" (10.20 cm) as nt 
THICKNESS 0.120" (0.305 cm) a 
OVERALL 7.75" (19.70 cm) 


WEIGHT 2.60 oz (73.70 g) 


BOX MODEL 0102BKS-B CATALOG 2628 CLAM MODEL 0102BKS-C CATALOG 1271 


== 103 SKINNER 


BLADE SHAPE Extra wide 


BLADE LENGTH 4.00" (10.20 cm) 
THICKNESS 0.120" (0.305 cm) it 
OVERALL 8.25" (20.90 cm) a | 


WEIGHT 4.30 02 (122.40 g) 


BOX MODEL 0103BKS-B CATALOG 2659 


==> 117 BRAHMA’ 


BLADE SHAPE Clip point 
BLADE LENGTH 4.50" (11.40 cm) 
THICKNESS 0.120" (0.305 cm) 
OVERALL 8.75" (22.00 cm) 
WEIGHT 4.90 02 (139.00 g) 


BOX MODEL 0117BKS-B CATALOG 13453 CLAM MODEL 0117BKS-C CATALOG 13454 


105 PATHFINDER” 


BLADE SHAPE Modified clip point 
BLADE LENGTH 5.00" (12.70 cm) 3 
THICKNESS 0.120" (0.305 cm) el 
OVERALL 9.125" (23.20 cm) 
WEIGHT 4.30 07 (121.90 g) 


BOX MODEL 0105BKS-B CATALOG 2535 CLAM MODEL 0105BKS-C CATALOG 1272 


119 SPECIAL’ 


BLADE SHAPE Clip point 
BLADE LENGTH 6.00" (15.20 cm) 
THICKNESS 0.175" (0.445 cm) 
OVERALL 10.5" (26.70 cm) 
WEIGHT 7.50 02 (213.50 g) 


BOX MODEL 0119BKS-B CATALOG 9207 CLAM MODEL 0119BKS-C CATALOG 1273 


==> 120 GENERAL 


BLADE SHAPE Clip point | 
BLADE LENGTH 7.375" (18.70 cm) 
THICKNESS 0.175" (0.445 cm) 
OVERALL 12.00" (30.40 cm) 

WEIGHT 8.30 02 (235.30 g) 


BOX MODEL 0120BKS-B CATALOG 2542 CLAM MODEL 0120BKS-C CATALOG 3478 


— - oo 
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SNILNNH 


THE PRO 100 SERIES 


For those who push the limit of their equipment in the pursuit of the next hill 


With upgraded particle metallurgy steel, these blades are specially tuned for exceptional edge 
retention and durability demanded by pros around the world. The green canvas micarta handles 
provide a classic look and also blend in better with more environments. 


BOS HEAT TREATED NATURAL CANVAS ALUMINUM BOLSTER 
S35VN STEEL MICARTA HANDLE AND GUARD 


IMPORTED GENUINE 
LEATHER SHEATH 
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== 102 BUCK WOODSMAN* PRO 


| } 


BOX MODEL 102GRS1-B CATALOG 13109 


BLADE SHAPE Clip point 
BLADE LENGTH 4.00" (10.20 cm) 
THICKNESS 0.120” (0.305 cm) 
OVERALL 7.75" (19.70 cm) 
WEIGHT 2.60 02 (73.70 g) 


103 SKINNER PRO 


ee eC | 
— 


BLADE LENGTH 4.00" (10.20 cm) 
BOX MODEL 0103GRS1-B CATALOG 13108 


THICKNESS 0.120” (0.305 cm) 
OVERALL 8.25" (20.90 cm) 
WEIGHT 4.30 02 (122.00 g) 


== 117 BRAHMA’ PRO 


BLADE SHAPE Clip point - ms | 


BLADE LENGTH 4.50" (11.40 cm) 
BOX MODEL 0117GRS-B CATALOG 13455 


THICKNESS 0.120" (0.305 cm) 
OVERALL 8.75" (22.00 cm) 
WEIGHT 4.90 02 (139.00 g) 


105 PATHFINDER’ PRO 


BLADE SHAPE Modified clip point | 
_ lil = 


BLADE LENGTH 5.00" (12.70 cm) 
BOX MODEL 0105GRS1-B CATALOG 13107 


THICKNESS 0.120” (0.305 cm) 
OVERALL 9.125" (23.20 cm) 
WEIGHT 4.30 02 (121.90 g) 


119 SPECIAL’ PRO 


BLADE SHAPE Clip point 

BLADE LENGTH 6.00" (15.20 cm) —— 
THICKNESS 0.175" (0.445 cm) F 

OVERALL 10.5" (26.70 cm) 

WEIGHT 7.70 02 (218.30 g) o 


BOX MODEL 0119GRS1-B CATALOG 13105 


120 GENERAL’ PRO 


BLADE SHAPE Clip point 

BLADE LENGTH 7.375" (18.70 cm) 
THICKNESS 0.175"(0.445cm) 
OVERALL 12.00" (30.40 cm) : 
WEIGHT 8.30 02 (235.30 g) 


BOX MODEL 0120GRS1-B CATALOG 13104 


SNILNNH 
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692 VANGUARD’ 


BLADE Drop point or drop point guthook, 420HC steel | LENGTH 4.125" (10.50 cm) | THICKNESS 0.140" (0.356 cm) | OVERALL 8.50" (21.60 cm) | WEIGHT 6.60 oz (18 
HANDLE Textured rubber with brass pommel and guard | SHEATH Heavy-duty polyester, black, imported 


BOX MODEL 0692BK: 
BOX MODEL 0691BK' CLAM MODEL 0691BKG-C CATALOG 17 


192 VANGUARD” 


== 191 BUCK ZIPPER 


y 


BLADE Drop point or drop point ook, 420HC steel | LENGTH 4.125" (10.50 cm) | THICKNESS 0.140" (0.356 cm) | OVERALL 8.50" (21.60 cm) | WEIGHT 6.30 02 (179.40 g) 
HANDLE DymaLux’ Walnut with polished brass pommel and guard | SHEATH Genuine leather, brown, imported 


BOX MODEL 0192BRS-B CATALOG 2584 
BOX MODEL 0191BRG-B CATALOG 2550 


Da 
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THE ALPHA’ 


New in the lineup for 2023 is the 662 and 664 Alpha™ series. Designed for hunters looking for a blade that can 
do it all, the Alpha combines high-performance S35VN steel with a solid, high-ground blade shape designed to 
move easily through material without bunching. Jimping along the blade spines makes it easy to choke-up on 
the blade for those tricky blind cuts. The textured handles provide a strong positive grip even with things get 
wet. Available in two sizes and a genuine leather sheath, this Alpha deserves a spot in your pack. 


== 662 ALPHA’ SCOUT 


BLADE Drop point, S35VN steel | LENGTH 2.875" (7.30 cm) | THICKNESS 0.139" (0.353 cm) | OVERALL 6.625" (16.83 cm) | WEIGHT 2.79 oz (79.00 g) 
HANDLE Machine textured richlite or walnut | SHEATH Genuine leather, brown, made in USA 


RICHLITE BOX MODEL 0662BRS-B CATALOG 13463 
WALNUT BOX MODEL 0662WAS-B CATALOG 13464 


== 664 ALPHA’ HUNTER 


BLADE Drop point, S35VN steel | LENGTH 3.625" (9.21 cm) | THICKNESS 0.139" (0.356 cm) | OVERALL 8.125" (20.64 cm) | WEIGHT 4.59 oz (130.00 g) 
HANDLE Machine textured richlite or walnut | SHEATH Genuine leather, brown, made in USA 


RICHLITE BOX MODEL 0664BRS-B CATALOG 13465 
T BOX MODEL 0664WAS-B CATALOG 13466 


SNILNNH 


THE PURSUIT” SERIES 


Built with the technical hunter in mind 


The Buck Pursuit™ series is designed to give you the best combination of cutting performance and grip 
needed to process game. The full tang design and rigid nylon core with overmolded rubberized handle 
made from premium Versaflex material ensure durability and grip in the harshest environments. 


—— 


BOS HEAT TREATED SUPPORTIVE NYLON GRIPPY VERSAFLEX 
420HC STEEL CORE FOR STRENGTH OVERMOLD 


IMPORTED DURABLE 
POLYESTER SHEATH 
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658 PURSUIT’ SMALL 


BLADE SHAPE Drop point 
BLADE LENGTH 3.75" (9.50 cm) 
THICKNESS 0.100" (0.254 cm) 


OVERALL 8.00" (20.30 cm) ie = 


WEIGHT 3.30 0z (93.50 g) 


BOX MODEL 0658GRS-B CATALOG 11891 CLAM MODEL 0658GRS-C CATALOG 11909 


657 PURSUIT LARGE GUTHOOK 


BLADE SHAPE Guthook . 

BLADE LENGTH 4.50" (11.40 cm) * 

THICKNESS 0.140" (0.356 cm)  — ee 
OVERALL 9.50" (24.10 cm) 

WEIGHT 6.40 02 (181.50 g) ———— 


BOX MODEL 0657GRG-B CATALOG 11890 CLAM MODEL 0657GRG-C CATALOG 12224 


656 PURSUIT LARGE 


BLADE SHAPE Drop point CK Gr use 
BLADE LENGTH 4.50" (11.40 cm) 
THICKNESS 0.140" (0.356 cm) ee % 
OVERALL 9.50" (24.10 cm) 

WEIGHT 6.40 02 (181.50 g) a a . 


BOX MODEL 0656GRS-B CATALOG 11889 CLAM MODEL 0656GRS-C CATALOG 11908 


661 FOLDING PURSUIT’ SMALL 


BLADE SHAPE Drop point 
BLADE LENGTH 3.00" (7.60 cm) 
THICKNESS 0.120" (0.305 cm) 
CLOSED 4.375" (11.10 cm) 
WEIGHT 2.50 oz (72.00 g) 


BOX MODEL 0661GRS-B CATALOG 11893 CLAM MODEL 0661GRS-C CATALOG 11982 


660 FOLDING PURSUIT LARGE GUTHOOK 


BLADE SHAPE Guthook 
BLADE LENGTH 3.625" (9.20 cm) 
THICKNESS 0.120" (0.305 cm) we 
CLOSED 5.00" (12.70 cm) ‘ ~ 
WEIGHT 3.60 oz (102.00 g) ne 


a 


ne 


BOX MODEL 0660GRG-B CATALOG 12256 CLAM MODEL 0660GRG-C CATALOG 12257 


659 FOLDING PURSUIT’ LARGE 


BLADE SHAPE Drop point 


BLADE LENGTH 3.625" (9.20 cm) ae G 
THICKNESS 0.120" (0.305 cm) = 
CLOSED 5.00" (12.70 cm) St, ¢ a 


WEIGHT 3.80 02 (107.70 g) " = 


BOX MODEL 0659GRS-B CATALOG 11892 CLAM MODEL 0659GRS-C CATALOG 11979 


Pl 


THE PURSUIT” PRO SERIES 


Designed for those who go beyond 
When the terrain is as unrelenting as your drive, your gear should keep up. We designed the Pursuit™ Pro 
series for those who demand more from their hunting knives. With premium Bos heat treated S35VN steel 
for tackling the largest game and grippy Versaflex overmolded handles for a secure, comfortable grip, 


these knives are a perfect fit in your kit. 


BOS HEAT TREATED SUPPORTIVE NYLON GRIPPY VERSAFLEX 
S35VN STEEL CORE FOR STRENGTH OVERMOLD 


IMPORTED DURABLE 
POLYESTER SHEATH 
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BLADE SHAPE Drop point 
BLADE LENGTH 3.75" (9.50 cm) 
THICKNESS 0.100" (0.254 cm) 
OVERALL 8.00" (20.30 cm) 
WEIGHT 3.30 02 (93.50 g) 


BLADE SHAPE Guthook 
BLADE LENGTH 4.50" (11.40 cm) 
THICKNESS 0.140" (0.356 cm) 
OVERALL 9.50" (24.10 cm) 
WEIGHT 6.40 oz (181.50 g) 


BLADE SHAPE Drop point 
BLADE LENGTH 4.50" (11.40 cm) 
THICKNESS 0.140" (0.356 cm) 
OVERALL 9.50" (24.10 cm) 
WEIGHT 6.40 02 (181.50 g) 


BLADE SHAPE Drop point 
BLADE LENGTH 3.00" (7.60 cm) 
THICKNESS 0.120" (0.305 cm) 
CLOSED 4.375" (11.10 cm) 
WEIGHT 2.50 oz (72.00 g) 


BLADE SHAPE Guthook 
BLADE LENGTH 3.625" (9.20 cm) 
THICKNESS 0.120" (0.305 cm) 
CLOSED 5.00" (12.70 cm) 
WEIGHT 3.60 oz (102.00 g) 


BLADE SHAPE Drop point 
BLADE LENGTH 3.625" (9.20 cm) 
THICKNESS 0.120" (0.305 cm) 
CLOSED 5.00" (12.70 cm) 
WEIGHT 3.80 02 (107.70 g) 


= 658 PURSUIT’ PRO SMALL 


A 


BOX MODEL 06580RS-B CATALOG 12753 


657 PURSUIT’ PRO LARGE GUTHOOK 


BOX MODEL 06570RG-B CATALOG 12752 


656 PURSUIT’ PRO LARGE 


BOX MODEL 06560RS-B CATALOG 12751 


= 661 FOLDING PURSUIT PRO SMALL 


& ro o 


BOX MODEL 06610RS-B CATALOG 12756 


= 660 FOLDING PURSUIT’ PRO LARGE GUTHOOK 


& aD 5 
all as a yi ° 


BOX MODEL 06600RG-B CATALOG 12755 


= 659 FOLDING PURSUIT’ PRO LARGE 


eG o 


Sn \ =r 


=~ Aa, ° 


BOX MODEL 06590RS-B CATALOG 12754 


=the 


BLADE Drop point, 420HC steel | LENGTH 3.25" (8.30 cm) | THICKNESS 0.090" (0.229 cm) | OVERALL 7.50" (19.10 cm) | WEIGHT 2.80 oz (79.40 g) 


HANDLE Dynaflex’ rubber | SHEATH Heavy-duty polyester, black, imported 


BOX MODEL 0684BKS-B CATALOG 11557 CLAM MODEL 0684BKS-C CATALOG 11558 


= 685 BUCKLITE MAX* II LARGE GUTHOOK 


= 685 BUCKLITE MAX’ II LARGE 


muck Tr ¥s* 


artis — al 


BLADE Drop point or guthook, 420HC steel | LENGTH 4.00" (10.20 cm) | THICKNESS 0.110" ( 0.280 cm) | OVERALL 8.875" (22.50 cm) | WEIGHT 4.70 02 (133.20 g 


HANDLE Dynaflex’ rubber SHEATH Heavy-duty polyester, black, imported 
BOX MODEL 0685BKG-B CATALOG 11768 CLAM MODEL 0685BKG-C CATALOG 11769 
BOX MODEL 0685BKS-B CATALOG 11559 CLAM MODEL 0685BKS-C CATALOG 11560 


Z 
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ee = VI Me / im 36 aa 
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== 284 BANTAM BBW 


BLADE Drop point, 420HC steel | LENGTH 275" (7.00 cm) | THICKNESS 0.100" (0.254 cm) | CLOSED 3.75" (9.50cm) | WEIGHT 1.50 0z (4270 g) 


HANDLE Glass reinforced textured nylon | 


CARRY Pocket 


BLACK BOX MODEL 0284BKS-B CATALOG 5759 
MOSSY OAK BLAZE ORANGE CAMO BOX MODEL0284CMS9-B _— CATALOG 3893 
MOSSY OAK BREAK-UP COUNTRY CAMO BOX MODEL 0284CMS24-B CATALOG 10315 


CLAM 
CLAM 
CLAM 


MODEL 0284BKS-C CATALOG 5760 
MODEL 0284CMS9-C CATALOG 3894 
MODEL 0284CMS24-C CATALOG 10316 


: 285 BANTAM’ BLW 


286 BANTAM’ BHW 


BLADE Drop point, 420HC steel | LENGTH 3.625" (9.20 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 5,125" (13.00 cm) | WEIGHT 3.20 oz (9110 g) 


HANDLE Glass reinforced textured nylon | 


CLIP Stainless steel, removable 


BLACK BOX MODEL 0286BKS-B CATALOG 5763 
MOSSY OAK BLAZE ORANGE CAMO BOX MODEL 0286CMS9-B CATALOG 3897 
MOSSY OAK BREAK-UP COUNTRY CAMO BOX MODEL 0286CMS24-B CATALOG 10317 


CLAM MODEL 0286BKS-C CATALOG 5764 
CLAM MODEL 0286CMS9-C CATALOG 3898 
CLAM MODEL 0286CMS24-C CATALOG 10318 


BLADE Drop point, 420HC steel | LENGTH 3.125" (7.90 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.375" (11.10 cm) | WEIGHT 2.40 07 (68.30 g) 


HANDLE Glass reinforced textured nylon | 


CLIP Stainless steel, removable 


BLACK BOX MODEL 0285BKS-B CATALOG 5761 
MOSSY OAK BLAZE ORANGE CAMO BOX MODEL 0285CMS9-B CATALOG 3895 
MOSSY OAK BREAK-UP COUNTRY CAMO BOX MODEL 0285CMS24-B CATALOG 10610 


CLAM 
CLAM 
CLAM 


MODEL 0285BKS-C CATALOG 5762 
MODEL 0285CMS9-C CATALOG 3896 
MODEL 0285CMS24-C CATALOG 10611 


% 
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== 112 SLIM SELECT == 112 SLIM PRO TRX 
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BLADE Clip point, 420HC steel | LENGTH 3.00" (7.60 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.25" (10.80 cm) | WEIGHT 2.50 oz (71.00 g) BLADE Clip point, S30V steel | LENGTH 3.00" (7.60 cm) | THICKNESS 0.118" (0.457 cm) | CLOSED 4.375" (11.10 cm) | WEIGHT 2.80 oz (79.30 g) 
HANDLE Glass filled nylon | CLIP Stainless steel, deep pocket carry clip, removable and reversible HANDLE Black, 0.D. green, or orange G10 | CLIP Deep carry, removable and reversible, Cerakote Armor Black coated stainless steel 

BLACK BOX MODEL 0112BKS1-B CATALOG 11881 CLAM MODEL 0112BKS1-C CATALOG 11967 BLACK BOX MODEL 0112BKS3-B CATALOG 11883 

0.D.GREEN BOX MODEL 01120DS2-B CATALOG 12689 CLAM MODEL 01120DS2-C CATALOG 12690 0.D.GREEN BOX MODEL 0112GRS3-B CATALOG 13264 

ORANGE BOX MODEL 01120RS-B CATALOG 12024 CLAM MODEL 01120RS-C CATALOG 12025 ORANGE BOX MODEL 01120RS3-B CATALOG 13265 


110 SLIM SELECT 110 SLIM PRO TRX 


BLADE Clip point, 420HC steel | LENGTH 3.75" (9.50 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.875" (12.40 cm) | WEIGHT 2.80 02 (80.00 g) BLADE Clip point, S30V steel LENGTH 3.75" (9.50 cm) | THICKNESS 0.118" (0.457 cm) | CLOSED 5.00" (12.70 cm) | WEIGHT 3.30 02 (93.60 g) 
HANDLE Glass filled nylon | CLIP Stainless steel, deep pocket carry clip, removable and reversible HANDLE Black, 0.D. green, or orange G10 | CLIP Deep carry, removable and reversible, Cerakote Armor Black coated stainless steel 

BLACK BOX MODEL O1I0BKS1-B CATALOG 11878 CLAM MODEL 0110BKS1-C CATALOG 11964 BLACK BOX MODEL 0110BKS3-B CATALOG 11880 

0.D.GREEN BOX MODEL 01100DS2-B CATALOG 12695 CLAM MODEL 01100DS2-C CATALOG 12696 0.D.GREEN BOX MODEL 0110GRS3-B CATALOG 13262 

ORANGE BOX MODEL 01100RS2-B CATALOG 12699 CLAM MODEL 01100RS2-C CATALOG 12700 ORANGE BOX MODEL 01100RS3-B CATALOG 13263 


a er 


112 RANGER*® SPORT’ 


AMNVD AVGANSAA 
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BLADE Clip point, S30V steel with thumbstuds | LENGTH 3.00" (7.60 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.25" (10.80 cm) | WEIGHT 3.90 oz (112.00 g) 


HANDLE Black anodized aluminum with green canvas micarta inlay | CLIP Deep carry, removable, Cerakote Armor Black coated stainless steel 


== 110 FOLDING HUNTER’ SPORT" 


BLADE Clip point, S30V steel with thumbstuds | LENGTH 3.75" (9.53 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 5.00" (12.70 cm) | WEIGHT 4.60 oz (132.00 g) 
HANDLE Black anodized aluminum with green canvas micarta inlay | CLIP Deep carry, removable, Cerakote Armor Black coated stainless steel 


BOX MODEL 0110GRS5-B CATALOG 13294 


THE SPORTS SERIES: A MODERN TAKE ON OUR ORIGINAL FOLDING KNIFE 


CLIP POINT BLADE & BOS LIGHTWEIGHT HANDLE DUAL THUMBSTUDS 
HEAT TREATED S30V STEEL MATERIALS RETAIN AND POCKET CLIP 
ORIGINAL 100 & 112 SHAPE 


HTHE 


PUSH OF A BUTTON The sale of automatic knives is federally regulated. See page 82 for details. 


BLADE Drop point, S35VN steel | LENGTH 1.875" (0.300 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 3.75" (9.50 cm) | WEIGHT 3.20 oz (92.00 g) 


HANDLE Cerakoted aluminum | CLIP Reversible, removable pocket clip 


BOX MODEL 0839BKS-B CATALOG 13539 


Pie 
AUTOMATIC 
NO 


PUSH OF A BUTTON The sale of automatic knives is federally regulated. See page 82 for details. 


WITH THE 


PUSH OF A BUTTON The sale of automatic knives is federally regulated. See page 82 for details. 


BLADE Drop point, 154CM steel | LENGTH 1.875" (0.300 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 3.75" (9.50 cm) | WEIGHT 3.20 oz (92.00 g) 


HANDLE Cerakoied aluminum | CLIP Reversible, removable pocket clip 


BURNT BRONZE BOX MODEL 0839BRS1-B CATALOG 13445 
SNIPER GREY BOX MODEL 0839GYS1-B CATALOG 13446 


BLADE Drop point, S35VN steel | LENGTH 3.25" (8.30 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 5.00" (12.70 cm) | WEIGHT 4.25 oz (121.00 g) 


HANDLE Cerakoted aluminum | CLIP Reversible, removable pocket clip 


BOX MODEL 0838BKS-B CATALOG 13538 


Fae 
AUTOMATIC 
ST” 


PUSH OF A BUTTON The sale of automatic knives is federally regulated. See page 82 for details. 


BLADE Drop point, 154CM steel | LENGTH 3.25" (8.30 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 5.00" (12.70 cm) | WEIGHT 4.25 07 (121.00 g) 


HANDLE Cerakoted aluminum | CLIP Reversible, removable pocket clip 


BURNT BRONZE BOX MODEL 0838BRS1-B CATALOG 13443 
SNIPER GREY BOX MODEL 0838GYS1-B CATALOG 13444 


AYN AVGANSAA 
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THE PARADIGM’S SHIFT MECHANISM 


Our patented Shift Mechanism serves as an advanced locking and safety mechanism. It not only locks the blade open when 
extended, but also prevents accidental opening when the blade is closed. Now utilized on an automatic model, a slight glide 
of the bolster will instantly open the 591 Paradigm’ Shift. For the 590 assisted opening model, a slide of the bolster and a 
quick flick of the finger works with our patented ASAP opening technology to quickly engage the blade. 


TO OPEN 


1. Place your thumb on the ridged portion of the bolster and push up 
(counter-clockwise). 


2. 591 Automatic Version - The blade will instantly deploy. Then close the bolster to lock 
the blade open. 


2.1 590 ASAP Version - Move your thumb off the bolster, then use your index finger to 


pull the blade flipper down to start opening the blade. When the ASAP technology has 
completed opening the blade, be sure the bolster is closed and the blade is locked. 


TO CLOSE 


1. Place your thumb on the ridged portion of the rotating bolster and push up 
(counter-clockwise). With your other hand rotate the blade fully closed. 


2. Toggle the bolster down (clockwise) to lock the blade closed. 


== 591 PARADIGM’ SHIFT 


oo 
AUTOMATIC 
NX The sale of automatic knives is federally regulated. See page 82 for details. 


BLADE Drop point, S35VN steel_| LENGTH 3.00" (7.60 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.375" (1110 cm) | WEIGHT 4.80 oz (136.10 g) 


HANDLE Black or brown textured G10 with Cerakoted rotating bolster | CLIP Reversible, deep pocket carry, Cerakote Graphite Black coated stainless steel 


BLACK BOX MODEL 0591BKS-B CATALOG 12864 
BROWN BOX MODEL 0591BRS-B CATALOG 12865 


== 590 PARADIGM’ 


wo 
ASSISTED OPENING 
SS 


BLADE Drop point, S35VN steel | LENGTH 3.00" (7.60 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.375" (11.10 cm) | WEIGHT 4.80 07 (136.10 g) 


HANDLE Black or brown textured G10 with Cerakoted rotating bolster | CLIP Reversible, deep pocket carry, Graphite Black Cerakoted stainless steel 


BLACK BOX MODEL 0590BKS-B CATALOG 12862 
BROWN BOX MODEL 0590BRS-B CATALOG 12863 
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== 840 SPRINT SELECT 
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S30V steel 


S30V steel 


S45VN steel 


BLADE Drop point, 420HC steel | LENGTH 3.125" (7.90 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.375" (1110 cm) | WEIGHT 3.2 07 (90.70 g) 


HANDLE Glass filled nylon | CLIP Deep pocket carry, stainless steel removable clip 
BLUE BOX MODEL 0840BLS-B CATALOG 12866 CLAM MODEL 0840BLS-C CATALOG 12867 
GREEN BOX MODEL 0840GRS-B CATALOG 12058 CLAM MODEL 0840GRS-C CATALOG 12059 
BLACK BOX MODEL 0840BKS1-B CATALOG 11896 CLAM MODEL 0840BKS1-C CATALOG 11981 
BLADE Reverse tanto LENGTH 3.125" (7.94 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.375" (11.11 cm) | WEIGHT 3.14 02 (89.10 g) 
HANDLE green burlap micarta, black canvas micarta, or marbled carbon fiber | CLIP Deep pocket carry, black coated, removable clip 


GREEN BOX MODEL 0843GRS-B CATALOG 13440 
BLACK BOX MODEL 0843BKS-B CATALOG 13438 
CARBON FIBER BOX MODEL 0843CFS-B CATALOG 13439 


S30V steel 


BLADE Drop point LENGTH 3.125" (794m) | THICKNESS 0120"(0.305cm) | CLOSED 4.375"(1111cm) | WEIGHT 3.40 0z (96.39 g) 


HANDLE Natural canvas micarta, burlap micarta, or marbled carbon fiber | CLIP Deep pocket carry, black coated, removable clip 


TAN BOX MODEL 0841TNS-B CATALOG 13437 
BROWN BOX MODEL 0841BRS1-B CATALOG 13435 
CARBON FIBER BOX MODEL 0841CFS2-B CATALOG 13436 


49 


== 417 BUDGIE == 040 ONSET 
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BLADE Drop point, S35VN steel | LENGTH 2.00" (5.10 cm) | THICKNESS 0.085" (0.216 cm) | CLOSED 3.25" (8. | WEIGHT 2.10 oz (59.50 g) BLADE Full flat grind drop point, S45VN stainless steel|LENGTH 3.375" (8.60 cm)|THICKNESS 0.120" (0.305 cm)|CLOSED 4.875" (12.40 cm)|WEIGHT 4.90 7 (138.00 g) 


HANDLE Black textured G10 or green natural G10 | CLIP Stainless steel or black cerakoted clip | FEATURES USMC Red Cerakoted or Armor Black Cerakoted lanyard loop 


BLACK BOX MODEL 0417BKS-B CATALOG 13013 
GREEN BOX MODEL 0417GRS-B CATALOG 13019 


HANDLE Green or black textured G10 | CLIP Stonewashed, non-reversible 


GREEN BOX MODEL 0040GRS-B CATALOG 13425 
BLACK BOX MODEL 0040BKS-B CATALOG 13247 
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261 HEXAM 


BLADE Drop point, 7Cr steel | LENGTH 3.34" (8.50 cm) | THICKNESS 0.126" (0.320 cm) | CLOSED 5125" (13.00 cm) | WEIGHT 4.30 oz (121.90 g) 


HANDLE Polypropylene 


| SHEATH Black oxide coated stainless steel 


GRAY/ORANGE BOX MODEL 02610RS-B CATALOG 13237 
BLACK BOX MODEL 0261BKS-B CATALOG 13235 


CLAM MODEL 02610RS-C CATALOG 13238 
CLAM MODEL 0261BKS-C CATALOG 13236 


262 HEXAM ASSIST 


BUCK 


Fae 
ASSISTED OPENING 
SS 


~~ 


BLADE Drop point, 7Cr steel | LENGTH 3.34" (8.50 cm) | THICKNESS 0.126" (0.320 cm) | CLOSED 5.125" (13.00 cm) | WEIGHT 5.30 07 (150.00 g) 


HANDLE Anodized aluminum 


| CLIP Black oxide coated stainless steel 


GRAY BOX MODEL 0262GYS-B CATALOG 13241 


GREEN BOX MODEL 02620DS-B CATALOG 13239 


CLAM MODEL 02620DS-C CATALOG 13240 
CLAM MODEL 0262GYS-C CATALOG 13242 


BLADE Drop point, 420HC steel | LENGTH 2.625" (6.70 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 3.75" (9.50 cm) | WEIGHT 2.3 0z (65.20 g) 


== 346 VANTAGE 


BLADE Drop point, 420HC steel | LENGTH 3.25" (8.30 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.375" (1110 cm) | WEIGHT 3.70 oz (104.90 g) 


HANDLE Injection molded nylon with CNC contoured DymaLux’, red wood inlay | 


CLIP Removable, reversible, deep pocket, tip-up carry 


341 BOX MODEL 0341RWS-B CATALOG 7834 
346 BOX MODEL 0346RWS-B CATALOG 7837 


CLAM MODEL 0341RWS-C CATALOG 7835 
CLAM MODEL 0346RWS-C CATALOG 7838 
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239 INFUSION” 


BOX MODEL 0239GRS-B CATALOG 13541 


BOX MODEL 0239BKS-B CATALOG 13543 


BOX MODEL 0239GRS1-B CATALOG 13545 
aN 
ASSISTED OPENING 
SS 


CLAM MODEL 0239GRS-C CATALOG 13542 


CLAM MODEL 0239BKS-B CATALOG 13544 


CLAM MODEL 0239GRS1-C CATALOG 13546 


BLADE Modified tanto, 7Cr steel | LENGTH 3.25" (7.60 cm) | THICKNESS 0.126" (0.320 cm) | CLOSED 4.625" (11.76 cm) | WEIGHT 3.67 02 (104.00 g) 


HANDLE Gi0 


CLIP Deep carry, removable, reversible 


BUCK 


BOX MODEL 0239BKS1-B CATALOG 13549 


BOX MODEL 0239BLS-B CATALOG 13547 


BOX MODEL 02390RS-B CATALOG 13551 


ea 
ASSISTED OPENING 
NY 


CLAM MODEL 0239BKS1-C CATALOG 13550 


CLAM MODEL 0239BLS-C CATALOG 13548 


CLAM MODEL 02390RS-C CATALOG 13552 


BLADE Drop point, 7Cr steel | LENGTH 3.25" (7.60 cm) | THICKNESS 0.126" (0.320 cm) | CLOSED 4.625" (11.76 cm) | WEIGHT 3.85 02 (109.00 g) 


HANDLE Anodized aluminum 


CLIP Deep carry, removable, reversible 
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251 LANGFORD 263 HILINE 
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BLADE Cleaver, D2 steel | LENGTH 3.25" (8.30 cm) | THICKNESS 0.140" (0.356 cm) | CLOSED 4.375" (11.00 cm) | WEIGHT 3.90 oz (110.00 g) 


HANDLE FRONT: Gray anodized aluminum with G10 onlay BACK: Stonewashed stainless steel | CLIP Stainless steel | FEATURES Lanyard hole 
BOX MODEL 0263GYS-B CATALOG 13243 CLAM MODEL 0263GYS-C CATALOG 13244 


BLADE Drop point, 7Crsteel_ | LENGTH 3.375" (8.60 cm) | THICKNESS 0.110" (0.280 cm) | CLOSED 4.50" (11.40 cm) | WEIGHT 3.70 oz (104.90 g) 


HANDLE Black or green G10 | CLIP Stainless steel, deep pocket carry a _ a al 
BLACK BOX MODEL 0251BKS-B CATALOG 13042 CLAM MODEL 0251BKS-C CATALOG 13043 
GREEN BOX MODEL 0251GRS-B CATALOG 13044 CLAM MODEL 0251GRS-C CATALOG 13045 2 63 H | LI N E XL 


254 ODESSA 


BLADE Cleaver, black stonewashed or tumbled D2 steel | LENGTH 3.75" (9.53 cm) | THICKNESS 0.148" (0.376 cm) |CLOSED 5.125" (13.02 cm) | WEIGHT 4.41 02 (125.00 g 
BLADE Drop point, 7Cr steel | LENGTH 3125" (7.90 cm) | THICKNESS 0.110" (0.280 cm) | CLOSED 4.375" (1110 cm) | WEIGHT 4.9 02 (138.90 g) HANDLE Anodized aluminum micarta | CLIP Stainless steel | FEATURES Lanyard hole 
siasibak Saieeseize) | Gin Seno ei dean COPPER BOX MODEL 0263CPS1-B CATALOG 13557 CLAM MODEL 0263CPS1-C CATALOG 13558 
GRAY BOX MODEL 0263GYS1-B CATALOG 13555 CLAM MODEL 0263GYS1-C CATALOG 13556 
BOX MODEL 0254SSS-B_ CATALOG 13052 CLAM MODEL 0254SSS-C CATALOG 13053 BLACK BOX MODEL 0263BKS1-B CATALOG 13553 CLAM MODEL 0263BKS1-C CATALOG 13554 


256 DECATUR 


_ — am 
BLADE Drop point, 7Cr steel LENGTH 3.50" (3.90 cm) | THICKNESS 0.110" (0.280 cm) | CLOSED 4.50" (11.40 cm) | WEIGHT 3.40 oz (97.80 g) BLADE Cleaver, 7Cr steel LENGTH 2.875" (7.30 cm) | THICKNESS 0.110" (0.280 cm) | CLOSED 4.00" (10.20 cm) | WEIGHT 3.10 oz (87.90 g) 
HANDLE Black G10 or Guibourtia Ehie wood | CLIP Stainless steel, deep pocket carry HANDLE Black or tan G10 | CLIP Stainless steel, deep pocket carry 
BLACK BOX MODEL 0256BKS-B CATALOG 13058 CLAM MODEL 0256BKS-C CATALOG 13059 BOX MODEL 0252BKS-B CATALOG 13090 CLAM MODEL 0252BKS-C CATALOG 13091 
WOOD BOX MODEL 0256BRS-B CATALOG 13060 CLAM MODEL 0256BRS-C CATALOG 13061 BOX MODEL 0252TNS-B CATALOG 13046 CLAM MODEL 0252TNS-C CATALOG 13047 


259 HAXBY _ 264 CAVALIER 


BLADE Drop point, 7Cr steel LENGTH 3.875" (9.80 cm) | THICKNESS 0.130" (0.330 cm) | CLOSED 5.00" (12.70 cm) | WEIGHT 4.50 oz (127.60 g) BLADE Drop point, 7Cr steel | LENGTH 3.60" (9.10 cm) | THICKNESS 0.110” (0.280 cm) | CLOSED 4.50" (11.40 cm) | WEIGHT 2.80 oz (80.00 g) 
HANDLE Black carbon fiber | CLIP Stainless steel HANDLE FRONT: Gray anodized aluminum handle with carbon fiber inlay BACK: Stonewashed stainless steel | CLIP Stonewashed stainless steel 
BOX MODEL 0259CFS-B CATALOG 13066 CLAM MODEL 0259CFS-C CATALOG 13067 BOX MODEL 0264GYS-B CATALOG 13245 CLAM MODEL 0264GYS-C CATALOG 13246 
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726 MINI SPITFIRE 


BLADE Drop point, 420HC steel | LENGTH 2.7: 
HANDLE Anodized aluminum 


00cm) | THICKNESS 0.098" (0.249 cm) | CLOSED 3.74" (9.50 cm) | WEIGHT 2.10 oz (59.50 g) 


| CLIP Removable, two position 


ORANGE BOX MODEL 07260RS-B CATALOG 7798 CLAM MODEL 07260RS-C CATALOG 7799 
GRAY BOX MODEL 0726GYS-B CATALOG 7800 CLAM MODEL 0726GYS-C CATALOG 7801 
BLACK BOX MODEL 0726BKS-B CATALOG 12243 CLAM MODEL 0726BKS-C CATALOG 12244 


==> 722 SPITFIRE 


BLADE Drop point, 420HC steel | LENGTH 3.25" (8 
HANDLE Anodized aluminum 
ORANGE BOX MODEL 07220RS1 


m) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.25" (10.80 cm) | WEIGHT 3.20 oz (90.70 g) 


| CLIP Removable, four position 


-B CATALOG 7453 CLAM MODEL 07220RS1-C CATALOG 7454 


GRAY BOX MODEL 0722GYS1-B CATALOG 7449 CLAM MODEL 0722GYS1-C CATALOG 7450 
BLACK BOX MODEL 0722BKS1-B CATALOG 12237 CLAM MODEL 0722BKS1-C CATALOG 12238 
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290 SAUNTER 


The Saunter is here and ready for your pocket. This small, deep pocket carry, non-locking slip joint 
knife is available as a clip point or drop point sporting 154CM steel. The handles are a smooth O.D. 
green or black micarta with lanyard hole for additional versatility. The new Saunter is designed to fit 


your everyday carry needs. 


BLADE Clip point, 154CM steel_| LENGTH 2.375" (6.03 cm) | THICKNESS 0.100" (0.254 cm) | CLOSED 3.75" (9.53 cm) | WEIGHT 2.3 0z (65.20 g) 


HANDLE Canvas micarta | CARRY Pocket carry 


0.D.GREEN BOX MODEL 0250GRS1-B CATALOG 13477 
BLACK BOX MODEL 0250BKS1-B CATALOG 13475 


Buck 


BLADE Drop point, 154CM steel | LENGTH 2.375" (6.03 cm) | THICKNESS 0.100" (0.254 cm) | CLOSED 3.75" (9.53 cm) | WEIGHT 2.3 07 (65.20 g) 


HANDLE Canvas micarta | CARRY Pocket carry 


0.D.GREEN BOX MODEL 0250GRS-B CATALOG 13478 
BLACK BOX MODEL 0250BKS-B CATALOG 13476 
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325 COLLEAGUE 


BLADE Drop point, 7Crsteel_ | LENGTH 1.975" (4.80 cm) | THICKNESS 0.082" (0.208 cm) | CLOSED 2.75"(7.00 cm) | WEIGHT 1.30 oz (37.00 g) 


HANDLE Brushed stainless steel | CARRY Pocket carry 
BOX MODEL 0325SSS-B CATALOG 5830 CLAM MODEL 0325SSS-C CATALOG 5831 


327 NOBLEMAN 


BLADE Drop point, 327SSS: 7Cr steel 3277TTS and 327CFS: Titanium coated 7Cr steel | CLIP Removable stainless steel, deep pocket carry 
LENGTH 2.625" (6.70 cm) | THICKNESS 0.095" (0.241 cm) | CLOSED 3.75" (9.50 cm) | WEIGHT 2.60 oz (74.00 g) 
HANDLE 32777: Titanium coated stainless steel with EDM texture 327SSS: Brushed stainless steel 327CFS: Stainless steel with rubberized, carbon fiber graphic 
TITANIUM COATED BOX MODEL 03271TS-B CATALOG 5860 CLAM MODEL 0327TTS-C CATALOG 5861 
STAINLESS STEEL BOX MODEL 0327SSS-B CATALOG 5834 CLAM MODEL 0327SSS-C CATALOG 5835 

CARBON FIBER BOX MODEL 0327CFS-B CATALOG 13086 CLAM MODEL 0327CFS-C CATALOG 3087 


870 BONES” 


BLADE Modified tanto, partially serrated, 420HC steel | LENGTH 3.00" (7.60 cm) | THICKNESS 0.110" (0.280 cm) | CLOSED 4.625" (11.70 cm) | WEIGHT 4.40 oz (125.30 g) 


HANDLE Tiger stripe camo or black oxide coated stainless steel and lanyard hole | CLIP Tip-up, discreet, deep pocket carry 
TIGER STRIPECAMO BOX MODEL 0870CMX-B CATALOG 5846 CLAM MODEL 0870CMX-C CATALOG 5847 
BLACK BOX MODEL 0870BKX-B CATALOG 3595 CLAM MODEL 0870BKX-C CATALOG 3596 


== 503 PRINCE 


BLADE Drop point, 420HC steel 


LENGTH 2.50" (6.40 cm) | THICKNESS 0.084" (0.213 cm) | CLOSED 3.375" (8.60 cm) | WEIGHT 2.00 oz (57.00 g) 


HANDLE DymaLux’ red wood with nickel silver bolsters 


CARRY Pocket Carry 


BOX 


MODEL O0503RWS-B CATALOG 9201 


CLAM MODEL 0503RWS-C CATALOG 1274 


501 SQUIRE’ 


BLADE Drop point, 420HC steel 


LENGTH 2.75" (7.00 cm) | THICKNESS 0.096" (0.244 cm) | CLOSED 3.75" (9.50 cm) | WEIGHT 3.00 07 (85.40 g) 


HANDLE DymaLux® red wood with nickel silver bolsters 


SHEATH Genuine leather, black, imported 


BOX 


MODEL O0501RWS-B CATALOG 2598 


CLAM MODEL 0501RWS-C CATALOG 1270 


055 THE 55° 


BLADE Clip, 420HC steel 


LENGTH 2.375" (6.00 cm) | THICKNESS 0.084" (0.213 cm) | CLOSED 3.50" (8.90 cm) | WEIGHT 1.90 oz (54.10 g) 


HANDLE Crelicam’ genuine ebony with brass bolsters 


CARRY Pocket carry 


BOX 


MODEL O0055BRS-B CATALOG 5684 


CLAM MODEL OO55BRS-C CATALOG 5685 
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379 SOLO 


385 TOOTHPICK 


BLADE Clip, 420J2 steel | CLOSED 3.00" (7.60 cm) 


BLADE Modified clip, 420J2 steel | CLOSED 3.00" (7.60 cm) 


HANDLE Woodgrain with nickel silver bolsters | WEIGHT 0.90 0z (25.60 g) 


HANDLE Woodgrain with nickel silver bolsters | WEIGHT 0.80 02 (22.70 g) 


BOX MODEL 0379BRS-B CATALOG 5717 


CLAM MODEL 0379BRS-C CATALOG 5716 


BOX MODEL 0385BRS-B CATALOG 3137 


CLAM MODEL 0385BRS-C CATALOG 3138 


375 DEUCE 


389 CANOE / 


BLADE Clip and coping, 420J2 steel | CLOSED 2.625" (6.70 cm) 


BLADE Spear and pen, 420J2 steel | CLOSED 3.625" (9.20 cm) 


HANDLE Woodgrain with nickel silver bolsters | WEIGHT 0.70 02 (19.90 g) 


HANDLE Woodgrain with nickel silver bolsters | WEIGHT 2.70 02 (76.50 g) 


BOX MODEL 0375BRS-B CATALOG 5722 
CLAM MODEL 0375BRS-C CATALOG 5723 


BOX MODEL 0389BRS-B CATALOG 3139 
CLAM MODEL 0389BRS-C CATALOG 3140 


373 TRIO 


382 TRAPPER 


BLADE Clip, spey, and sheepsfoot, 420J2 steel | CLOSED 3.25" (8.30 cm) 


BLADE Clip and spey, 420J2 steel | CLOSED 3.50" (8.90 cm) 


HANDLE Woodgrain with nickel silver bolsters | WEIGHT 1.90 oz (54.10 g) 


HANDLE Woodgrain with nickel silver bolsters | WEIGHT 2.60 oz (74.90 g) 


BOX MODEL 0373BRS-B CATALOG 5720 


CLAM MODEL 0373BRS-C CATALOG 5721 


BOX MODEL 0382BRS-B CATALOG 5840 
CLAM MODEL 0382BRS-C CATALOG 5841 


==> 303 BUCK CADET 


BLADE Clip, spey, and sheepsfoot, 420HC steel | CLOSED 3.25" (8.30 cm) 


HANDLE Black Valox’ with nickel silver bolsters | WEIGHT 1.90 02 (54.10 g) 


BOX MODEL 0303BKS-B CATALOG 9203 
CLAM MODEL 0303BKS-C CATALOG 1279 


371 STOCKMAN® 


BLADE Clip, spey, and sheepsfoot 420J2 steel | CLOSED 3.875" (9.80 cm) 


HANDLE Woodgrain with nickel silver bolsters | WEIGHT 3.10 oz (37.80 g) 


BOX MODEL 0371BRS-B CATALOG 5718 
CLAM MODEL 0371BRS-C CATALOG 5719 


==> 301 STOCKMAN’ 


BLADE Clip, spey, and sheepsfoot, 420HC steel | CLOSED 3.875" (9.80 cm) 


HANDLE Black Valox’ with nickel silver bolsters | WEIGHT 2.90 02 (82.60 g) 


BOX MODEL 0301BKS-B CATALOG 2587 
CLAM MODEL 0301BKS-C CATALOG 3271 
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104 COMPADRE’ CAMP KNIFE 


BLADE Drop point, Cobalt Cerakoted 5160 spring steel | LENGTH 4.50" (11.40 cm) | THICKNESS 0.150" (0.381 cm) | OVERALL 9.50" (24.10 cm) | WEIGHT 7.10 02 (201.30 g 
SHEATH Genuine leather, black, with belt loop attachment, made in the USA 


BOX MODEL 0104BRS1-B CATALOG 12245 


HANDLE Natural canvas micarta 


== 108 COMPADRE FROE’ 


BLADE Drop point, Cobalt Cerakoted 5160 spring steel | LENGTH 9.50" (24.10 cm) | THICKNESS 0.230" (0.584 cm) | OVERALL 16.75" (42.50 cm) | WEIGHT 23.20 02 (657.70 g 
SHEATH Genuine leather, black, with belt loop attachment, made in the USA 


BOX MODEL 0108BRS1-B CATALOG 12247 


HANDLE Natural canvas micarta 


BOS HEAT TREATED, STURDY HANDLE READY HEAVY-DUTY USA MADE 
CERAKOTED 5160 SPRING STEEL FOR ANY EXPEDITION SHEATH WITH BELT LOOP 
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835 SMALL FOLDING SELKIRK 


yOooadLno 


BLADE Drop point, 420HC steel | LENGTH 3.25" (3.20 cm) | THICKNESS 0.120" (0.305 cm) | CLOSED 4.25" (10.80 cm) | WEIGHT 4.50 oz (127.50 g) 
HANDLE Brown/black CNC contoured micarta with steel bolster | 
BOX MODEL 0835BRS-B CATALOG 10682 


836 FOLDING SELKIRK 


CLIP Removable, reversible, discreet deep pocket carry 


CLAM MODEL 0835BRS-C CATALOG 10683 


puck \¥ 


— 


BLADE Drop point, 420HC steel | LENGTH 3.90" (9.90 cm) | THICKNESS 0.150" (0.381 cm) | CLOSED 5.00" (12.70 cm) | WEIGHT 7.50 02 (212.60 g) 
HANDLE Brown/black CNC contoured micarta with steel bolster | CLIP Removable, reversible, discreet deep pocket carry 
FEATURES 2.25” FERROCERIUM STRIKER WITH WHISTLE INTEGRATED IN THE GRIP 


BOX MODEL 0836BRS-B CATALOG 10678 CLAM MODEL 0836BRS-C CATALOG 10679 


853 SMALL SELKIRK 


BLADE Drop point, 420HC steel | LENGTH 4.00" (10.20 cm) | THICKNESS 0.125" (0.318 cm) | OVERALL 8.25" (21.00 cm) | WEIGHT 6.40 oz (181.40 g) 
HANDLE Brown/black CNC contoured micarta with steel bolster | SHEATH Injection molded nylon with removable and reversible belt loop 
FEATURES REAR BOLSTER CAN BE USED AS AN IMPROVISED HAMMER. 
BOX MODEL 0853BRS-B CATALOG 11109 CLAM MODEL 0853BRS-C CATALOG 11110 


863 SELKIRK 


— 


BLADE Drop point, 420HC stee! | LENGTH 4.625" (11.70 cm) | THICKNESS 0.135" (0.343 cm) | OVERALL 9.50" (24.10 cm) | WEIGHT 7.60 07 (212.60 g) 


HANDLE Brown/black CNC contoured micarta with steel bolster | SHEATH Injection molded nylon. Can be configured into horizontal or vertical belt carry 
FEATURES 2.25” FERROCERIUM STRIKER WITH WHISTLE INTEGRATED IN THE GRIP. REAR BOLSTER CAN BE USED AS AN IMPROVISED HAMMER. 


BOX MODEL 0863BRS-B CATALOG 10180 CLAM MODEL 0863BRS-C CATALOG 10181 
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144 HOOKSET 6" FRESHWATER FILLET 145 HOOKSET 6" SALTWATER FILLET 
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BLADE Fillet, 5Cr steel | LENGTH 6.00" (15.50 cm) | THICKNESS 0.08" (0.20 cm) | OVERALL 11.54" (29.30 cm) | WEIGHT 3.93 02 (111.50 g) BLADE Fillet, titanium coated 5Cr steel | LENGTH 6.00" (15.50 cm) | THICKNESS 0.08" (0.20 cm) | OVERALL 11.54" (29.30 cm) | WEIGHT 3.93 02 (111.50 g) 
HANDLE Polypropylene and TPE | SHEATH Injected molded plastic sheath with integrated belt loop HANDLE Polypropylene and TPE | SHEATH Injected molded plastic sheath with integrated belt loop 
BOX MODEL 01440RS-B CATALOG 13269 CLAM MODEL 01440RS-C CATALOG 13270 | BOX MODEL 0145BLS-B CATALOG 13271 CLAM MODEL 0145BLS-C CATALOG 13272 | 


146 HOOKSET 9" FRESHWATER FILLET 


147 HOOKSET 9" SALTWATER FILLET 


SES esc SY 


BLADE Fillet, 5Cr steel | LENGTH 9.00" (23.00 cm) | THICKNESS 0.08" (0.20 cm) | OVERALL 14.45" (36.70 cm) | WEIGHT 4.04 oz (125.00 g) BLADE Fillet, titanium coated 5Cr steel /LENGTH 9.00" (23.00 cm)| THICKNESS 0.08" (0.20 cm) |OVERALL 14.45" (36.70 cm) |WEIGHT 4.40 02 (125.00 g) 
HANDLE Polypropylene and TPE | SHEATH Injected molded plastic sheath with integrated belt loop HANDLE Polypropylene and TPE | SHEATH Injected molded plastic sheath with integrated belt loop 
BOX MODEL 01460RS-B CATALOG 13273 CLAM MODEL 01460RS-C CATALOG 13274 BOX MODEL 0147BLS-B CATALOG 13275 CLAM MODEL 0147BLS-C CATALOG 13276 


149 HOOKSET 10" SALTWATER BREAKER 


a 


BLADE Fillet, 5Cr steel | LENGTH 6.34" (16.10 cm) | THICKNESS 0.07" (0.18 cm) | CLOSED 8.03" (20.40 cm) | WEIGHT 5.29 oz (150.00 g) BLADE Cleaver, titanium coated 5Cr steel | LENGTH 10.00" (15.50 cm) | THICKNESS 0.118" (0.30 cm) | OVERALL 15.83" (40.20 cm) | WEIGHT 8.34 02 (236.50 g) 
HANDLE Polypropylene and TPE | CARRY Folding integrated sheath HANDLE Polypropylene and TPE | SHEATH Injected molded plastic sheath with integrated belt loop 
BOX MODEL 01480RS-B CATALOG 13277 CLAM MODEL 01480RS-C CATALOG 13278 BOX MODEL 0149BLS-B CATALOG 13279 CLAM MODEL 0149BLS-C CATALOG 13280 


150 HOOKSET 6" SALTWATER CLEAVER 


ar _ 


BLADE Cleaver, titanium coated 5Cr steel | LENGTH 6.35" (16.12 cm) | THICKNESS 0.118" (0.30 cm) | OVERALL 12.17" (30.90 cm) | WEIGHT 9.60 02 (272.00 g) 


et m 4 z 7 HANDLE Polypropylene and TPE | SHEATH Injected molded plastic sheath with integrated belt loop 
‘ BOX MODEL 0150BLS-B CATALOG 13281 CLAM MODEL O0150BLS-C CATALOG 132820 
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223 SILVER CREEK 6" FILLET 
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BLADE Flexible, titanium coated 420J2 steel | LENGTH 6.375" (16.20 cm) | THICKNESS 0.075" (0.191 cm) | OVERALL 11.125" (28.30 cm) | WEIGHT 5.00 oz (142.00 g) 


HANDLE Glass reinforced polypropylene with TPE rubber and a stainless steel guard | SHEATH Injection molded plastic with integrated belt clip and stylized drain hole 
BOX MODEL 0223BLS-B CATALOG 3116 CLAM MODEL 0223BLS-C CATALOG 3117 


225 SILVER CREEK 9" FILLET 


———P 


BLADE Flexible, titanium coated 4202 steel | LENGTH 9.625" (24.40 cm) | THICKNESS 0.075" (0.191 cm) | OVERALL 14.375" (36.50 cm) | WEIGHT 5.30 oz (150.20 g) 


HANDLE Glass reinforced polypropylene with TPE rubber and a stainless steel guard | SHEATH Injection molded plastic with integrated belt clip and stylized drain hole 
BOX MODEL 0225BLS-B CATALOG 3118 CLAM MODEL 0225BLS-C CATALOG 3119 


220 SILVER CREEK 6.5" FOLDING FILLET 


BLADE Flexible, titanium coated 420J2 steel | LENGTH 6.50" (16.50 cm) | THICKNESS 0.075" (0.191 cm) | CLOSED 7.25" (18.40 cm) | WEIGHT 6.00 oz (170.10 g) 


HANDLE Glass reinforced polypropylene with TPE rubber and a stainless steel guard 
BOX MODEL 0220BLS-B CATALOG 3201 CLAM MODEL 0220BLS-C CATALOG 3202 
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SHARPENERS 


=== EDGETEK’ ULTRA FLIPSTIK* 


Peeitissscoty, 


BOX MODEL 97044-B, CATALOG # 4976 CLAM MODEL 97044-C CATALOG 4977 


BOX MODEL 97043-B CATALOG 4974 


CLAM MODEL 97043-C CATALOG 4975 


MATERIAL 100% Diamond coated oval surfaces 
SIZE 4.00" x 0.50" (10.20 cm x 1.30 cm) 
OVERALL 9.00" (22.90 cm) 

CLOSED 5.00" (12.70 cm) 

WEIGHT 3.00 oz (85.00 g) 

GRIT 325 (Coarse) | 750 (Medium) | 1200 (Fine) 


FLIPSTIK® HANDLE 
DOUBLES AS A CASE! 


Twist to lock or unlock! 


MATERIAL 100% Diamond coated oval surfaces 
SIZE 4.00" x 0.75" (10.20 cm x 1.90 cm) 
OVERALL 9.00" (22.90 cm) 

CLOSED 5.00" (12.70 cm) 

WEIGHT 1.90 02 (53.90 g) 

GRIT 750 (Medium), both sides 


FLIPSTIK® HANDLE 
DOUBLES AS A CASE! 


Twist to lock or unlock! 


==} EDGETEK’ FISHING FLIPSTIK” 


BOX MODEL 97032-B CATALOG 7590 


CLAM MODEL 97032-C CATALOG 7591 


MATERIAL 100% Diamond coated surfaces 
SIZE 4.00" x 0.50" (10.20 cm x 1.30 cm) 
OVERALL 9.00" (22.90 cm) 

CLOSED 5.00" (12.70 cm) 

WEIGHT 1.60 oz (45.40 g) 

GRIT 325 (Coarse hook grooves) | 750 (Medium, flat) 


FLIPSTIK® HANDLE 
DOUBLES AS A CASE! 


Twist to lock or unlock! 


BOX MODEL 97082-B CATALOG 6253 


CLAM MODEL 97082-C CATALOG 6254 


MATERIAL 100% Diamond coated oval surfaces 
SIZE 10.00" x 0.50" (25.40 cm x 1.30 cm) 
OVERALL 15.75" (40.00 cm) 

WEIGHT 6.90 oz (195.60 g) 

GRIT 325 (Coarse) | 750 (Medium) | 1200 (Fine) 


= EDGETEK’ STEEL 10" 


BOX MODEL 97081-B CATALOG 6251 CLAM MODEL 97081-C CATALOG 6252 


MATERIAL 100% Diamond coated oval surfaces 
SIZE 10.00" x 0.50" (25.40 cm x 1.30 cm) 
OVERALL 15.25" (38.70 cm) 

WEIGHT 3.30 02 (93.60 g) 

GRIT 750 (Medium) both sides 


== EDGETEK’ DUAL FLAT POCKET STONE 


BOX MODEL 97076-B CATALOG 6241 CLAM MODEL 97076-C CATALOG 6242 


MATERIAL 
100% Diamond 
coated surfaces 
LENGTH 

4.00" x 1.25" 
(10.20 cm x 3.20 cm) 
WEIGHT 

1.30 oz (36.90 g) 
GRIT 

325 (Course) 
750 (Medium) 
SHEATH 

Black vinyl 


RED BOX MODEL 97078-B CATALOG 6245 
YELLOW BOX MODEL 97077-B CATALOG 6243 


CLAM MODEL 97078-C CATALOG 6246 
CLAM MODEL 97077-C CATALOG 6244 


==} SOFT ARKANSAS STONE 


BOX MODEL 97017-B CATALOG 10094 


EDGETEK’ BENCH STONE (MEDIUM AND COARSE) 


MATERIAL 

100% Diamond 
coated surfaces 
LENGTH 

6.00" x 2.00" 

(15.20 cm x 5.10 cm) 
OVERALL 

7.625" x 2.625" 
(19.30 cm x 11.70 cm) 
WEIGHT 

4.60 oz (130.40 g) 
GRIT 

Red: 750 (Medium) 
single side 

Yellow: 325 (Course) 
single side 


MATERIAL 

100% Natural Quartz 
crystals-Novaculite 
LENGTH 

1.625" x 4.375" 
(4.20 cm x 11.10 cm) 
GRIT 

500-600 (Course) 
SHEATH 

Black nylon 


DIAMOND POCKET SHARPENER 


MATERIAL 

Diamond sharpener in a retractable, pen 
style barrel. Tapered end for serrated 
blades. Fish hook groove. Flat side for 
straight blades. Pocket clip. Portable, 
versatile and durable for field use. 
CLOSED 

5.125" (13.10 cm) 

GRIT 

400 (Medium) 


BOX MODEL #97070-B CATALOG 5867 
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BUCK GEAR 


Quality Buck branded merchandise 


Inspiration drawn from over a century of knife making, this apparel line is a mix of new 
and vintage designs. Soft, comfortable, and stylish, this unisex collection of tees and 
hats make the perfect addition to any wardrobe. 


FRONT LEFT 


BUCK ANVIL TEE 


100% Cotton, Vintage Black, Mid Weight, Regular Fit 


MODEL 13442-SML CATALOG 13592 
MODEL 13442-MED CATALOG 13593 
MODEL 13442-LRG CATALOG 13594 
MODEL 13442-XLG CATALOG 13595 
MODEL 13442-2XL CATALOG 13596 
MODEL 13442-3XL CATALOG 13597 


SUBDUED LOGO TEE 


100% Cotton, Coal, Mid Weight, Regular Fit 


MODEL 13441-SML CATALOG 13586 
MODEL 13441-MED CATALOG 13587 
MODEL 13441-LRG CATALOG 13588 
MODEL 13441-XLG CATALOG 13589 
MODEL 13441-2XL CATALOG 13590 
MODEL 13441-3XL_ CATALOG 13591 


BUCK LOGO TEE 


100% Cotton, Black, Mid Weight, Regular Fit 
MODEL 13440-SML CATALOG 13580 
MODEL 13440-MED CATALOG 13581 
MODEL 13440-LRG CATALOG 13582 
MODEL 13440-XLG CATALOG 13583 
MODEL 13440-2XL CATALOG 13584 
MODEL 13440-3XL CATALOG 13585 


Ay Pm. 


BUCK KNIVES 


«AD FRLetRD 
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FRONT LEFT 


FRONT LEFT 


QUALITY GOODS TEE 


100% Cotton, Black, Light Weight, Regular Fit 
MODEL 13141-SML CATALOG 12838 
MODEL 13141-MED CATALOG 12839 
MODEL 13141-LRG CATALOG 12840 
MODEL 13141-XLG = CATALOG 12841 
MODEL 13141-2XL | CATALOG 12842 
MODEL 13141-3XL | CATALOG 12843 


QUALITY BLADES TEE 


100% Cotton, Copper, Light Weight, Regular Fit 
MODEL 13433-SML CATALOG 13376 
MODEL 13433-MED CATALOG 13377 
MODEL 13433-LRG CATALOG 13378 
MODEL 13433-XLG CATALOG 13379 
MODEL 13433-2XL CATALOG 13380 
MODEL 13433-3XL CATALOG 13381 


BUCK BLADES TEE 


100% Cotton, Charcoal, Mid Weight, Regular Fit 
MODEL 13431-SML CATALOG 13364 
MODEL 13431-MED CATALOG 13365 
MODEL 13431-LRG CATALOG 13366 
MODEL 13431-XLG CATALOG 13367 
MODEL 13431-2XL_ CATALOG 13368 
MODEL 13431-3XL_ CATALOG 13369 


bs ® 


BLACK LOGO HAT 


Black 5-panel trucker hat, snapback closure, embroidered logo 
MODEL 89162 CATALOG 13420 


BLUE/LEATHER PATCH HAT GREEN/LEATHER PATCH HAT 


O.D. green 6-panel trucker hat, snapback closure 
MODEL 89160 CATALOG 13418 


Blue 6-panel trucker hat, snapback closure 
MODEL 89159 CATALOG 13417 


[NEW] 
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BLAZE ORANGE BUCK BEANIE 


Blaze orange waffle knit beanie 
MODEL 89170 CATALOG 13598 


BUCK MULTICAM HAT 


6-panel camo trucker hat, snapback closure 
MODEL 89146 CATALOG 12805 


BUCK SCRIPT PATCH HAT 


Navy and khaki 5-panel trucker hat, snapback closure 
MODEL 89164 CATALOG 13422 


DISPLAYS 


Custom Buck Knives Displays 


Constructed in the USA by Buck Knives from stainless steel and real hardwood, these displays are versatile, 


easy to set-up and proudly showcase our knives. Knives are easily positioned using magnetic posts. The 
displays include Buck branding, product information and custom headers for various assortments. 


Contact your sales rep for ordering information. 


SMALL 


SMALL TALL KNIFE DISPLAYS 
WIDTH 4.50" (11.40 cm) 
DEPTH 4.50" (11.40 cm) 
HEIGHT 9.0" (22.90 cm) 


MODEL 21076-A CATALOG 12079 
“Knives not included 


MEDIUM TALL KNIFE DISPLAYS 
WIDTH 6.50" (16.50 cm) 

DEPTH 6.75" (17.20 cm) 

HEIGHT 13.00" (33.00 cm) 


MODEL 21077-A CATALOG 12080 
*Knives not included 


LARGE TALL KNIFE DISPLAYS 
WIDTH = 8.50" (21.60 cm) 

DEPTH 6.75" (17.20 cm) 

HEIGHT 13.00" (33.00 cm) 


MODEL 21078-A CATALOG 12086 
*Knives not included 


INCLUDED WITH ABOVE DISPLAYS 


Prewe ° etre 
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CATEGORY HEADER MAGNETS 
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PRODUCT MAGNETS 


SMALL SHORT KNIFE DISPLAYS 
WIDTH 4.50" (11.40 cm) 
DEPTH 9.00" (22.90 cm) 
HEIGHT 4.50" (11.40 cm) 


MODEL 21081-A CATALOG 12081 
“Knives not included 


MEDIUM SHORT KNIFE DISPLAYS 
WIDTH = 6.50" (16.50 cm) 
DEPTH = 13.00" (33.00 cm) 
HEIGHT 6.75" (17.20 cm) 

MODEL 21082-A CATALOG 12082 
*Knives not included 


LARGE SHORT KNIFE DISPLAYS 
WIDTH — 8.50" (21.60 cm) 

DEPTH 13.00" (33.00 cm) 

HEIGHT 6.75" (17.20 cm) 


MODEL 21083-A CATALOG 12089 
*Knives not included 


WHEN YOUR FAMILY NAMES ON 
‘APRODU 
(MORE ABOUT HOW WEL! 
IT WORKS. 
ICH IS WHY WE 
‘GUARANTEE IT FOR LIFE. 


BUCK BRANDING 


Also available in: EDC, Automatic, Pocket Knives Available for most knife models 


Highlights our Famous Forever Warranty, 
a top selling feature for Buck Knives. 


ELK STANDS 


Constructed from elk burr, this knife display 

features magnetic interchangeable product 

information cards. Made in the USA. 
MODEL 21079-A CATALOG 12087 
*Knives not included 
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DOUBLE ELK STAND 

Constructed from elk burr, this knife display 
eatures magnetic interchangeable product 
information cards. Made in the USA. 
MODEL 21080-A CATALOG 12088 
*Knives not included 


5-KNIFE STAND 


Clear acrylic with black Buck logo 


WIDTH 4.125" (11.80 cm) 
DEPTH 5.50" (14.00 cm) 
HEIGHT 3.75" (9.50 cm) 


ACRYLIC DISPLAY STANDS 


3-KNIFE STAND 

Clear acrylic with black Buck logo 
WIDTH = 4.125" (11.80 cm) 
DEPTH = 5.50" (14.00 cm) 
HEIGHT 3.75" (9.50 cm) 


MODEL 21005 CATALOG 5519 


MODEL 21004 CATALOG 2188 


*Knives not included 


ACRYLIC DISPLAY CASE 
Clear acrylic with black Buck logo. 
Sturdy, portable and lightweight. 
Four dual sided shelves. Locking 
doors on both sides for easy 
placement. Spins for easy viewing. 
WIDTH = 7.80" (19.80 cm) 
DEPTH 7.10" (18.00 cm) 
HEIGHT 18.40" (46.70 cm) 


BUCK ILLUMINATED SIGN 
LED + HIGH QUALITY + RETAIL USE 
FEATURES 
+ LED illumination 

KNIVES + Low-draw LED with high output 
+ Safe to run 24/7 


*Knives not included 


+ Aluminum and acrylic construction 
+ Multiple hanging options included 


+ Made in USA 


WIDTH 23.00" (58.42 cm) 
DEPTH 0.50" (1.27 cm) 
HEIGHT 17.00" (43.18 cm) 


[MODEL 95284 CATALOG 13521] 


= (NEW) 


STATIONARY COUNTER TOP DISPLAY 


Mahogany stained solid wood. Acrylic doors, 
windows, and shelving. Plastic knife stands 
included. Display holds 20-25 knives. Display 
has a storage compartment. 


WIDTH = 1.50' (45.70 cm) 
DEPTH 1.30' (39.60 cm) 
HEIGHT 2.60" (79.20 cm) 


MODEL 21086 CATALOG 12800 


MODEL 21041 CATALOG 3689 


*Knives not included 


*Knives not included 


1-KNIFE STAND 

Clear acrylic with black Buck logo 

WIDTH = 1.50" (3.80 cm) 
DEPTH = 2.00" (5.10 cm) 
HEIGHT 2.00" (5.10 cm) 
MODEL 21008 CATALOG 2192 
*Knives not included 


BUCK 


KNIVES 


SINGLE SLOT 1-KNIFE STAND 
Clear acrylic with black Buck logo 

WIDTH = 1.50" (3.80 cm) 
DEPTH = 1.125" (4.40 cm) 
HEIGHT = 1.125" (4.40 cm) 
MODEL 21006 CATALOG 2190 
*Knives not included 


TIN TACKER SIGN 
BRANDED - LIGHTWEIGHT » DURABLE 


FEATURES 


+ Aluminum construction 
+ Easy to hang 
+ Highly legible, even at distance 


+ Made in USA 


WIDTH = 17.50" (44.45 cm) 
DEPTH 0.024" (0.061 cm) 
HEIGHT 11.00" (27.94 cm) 


MODEL 95283 CATALOG 13520 


in 


j 


ROTATING COUNTER TOP DISPLAY 
Mahogany stained solid wood. Acrylic 
doors, windows, and shelving. Plastic 

knife stands included. Top portion rotates. 
Display holds 20-25 knives. Display has a 
storage compartment. 

WIDTH = 1.50' (45.70 cm) 

DEPTH = 1.70' (51.80 cm) 

HEIGHT 3.30' (100.60 cm) 


MODEL 21042 CATALOG 3690 


*Knives not included 


NEW] 


ROTATING FLOOR DISPLAY 
Mahogany stained solid wood. Acrylic 
doors, windows, and shelving. Plastic 
knife stands included. Top portion rotates. 
Display holds 20-25 knives. Display has a 
storage compartment. 

WIDTH = 1.60' (48.80 cm) 

DEPTH = 1.80' (54.90 cm) 

HEIGHT 5.30' (161.50 cm) 


MODEL 21040 CATALOG 3688 


*Knives not included 


©2022 Buck Knives, Inc. No part of this catalog may be used or reproduced in any form, for any purpose without the express written consent of Buck Knives, Inc. Certain utility and 
design patents issued to Buck Knives are noted, however, Buck Knives holds additional patents pending, design and utility patents both domestic and foreign on products in this catalog. 
All trademarks indicated are owned and/or registered by Buck Knives, Inc. except as follows: Dynaflex and Versaflex are a registered trademarks of Polyone Corp.; Micarta is a registered 
trademark of Industrial Laminates/Norplex, Inc.; Mossy Oak, Mossy Oak Break-Up COUNTRY and Mossy Oak Blaze are registered trademarks of Haas Outdoors, Ind.; FlipStik and 
JewelStik are registered trademarks of Hewlett Manufacturing; Cerakote is a registered trademark of NIC Industries, Inc. an Oregon corporation; DymaLux is a registered trademark of 
Cousineau Wood Products of Maine, LLC. 


Knife laws and regulations can vary significantly from location to location. As such, certain styles, sizes and blades may not be permitted in certain locations and areas. Buck Knives produces 
many different types of knives for a wide variety of legitimate everyday use. However, due to the complex and ever changing nature of knife laws and regulations, it is not possible for Buck 
Knives to be aware of specific prohibitions in areas where its knives may be purchased, carried or used. It is the responsibility of the buyer/user to investigate, understand and comply with 
any and all laws and regulations that may apply to his or her area. The buyer/user is solely responsible for any claims arising from violations of these laws or regulations or any unintended 
use or misuse of the product. 


The sale of automatic knives is federally regulated. Always check permissibility within your state or locality as non-federal personnel may be precluded from ownership or use by state laws. 
NO EXCEPTIONS WILL BE MADE. Purchase of automatic knives must be preceded by the submission of an Automatic Knife Acknowledgement Form. Shipping of Automatic Knives: 
Automatic knives shipped by Buck Knives, Inc will be sent via common courier and CANNOT be shipped by the U.S. Postal Service. All returns of automatic knives must be shipped via 
common courier as well, and not by the U.S. Postal Service. Our policy requires that all automatic knives require a signed Automatic Knife Acknowledgement Form. 


| 


BUCK KNIVES, INC. 


660 S LOCHSA STREET 
POST FALLS, ID 83854 


WEB 
BUCKKNIVES.COM 


PHONE 
800.735.2825 
208.262.0500 


MODEL 12063 
CATALOG 13577 
PRINTED IN THE USA 
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